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ACTION OC-OI 

INTO OCT-OI ISO-00 CCO-00 EA-06 EUR-08 /0I6W 

03 148 1 

R 131136ZMAR75 
PM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC 9752 
INPO AMEMBASSY BANGKOK 
AMEMBASSY LONDON 
AMEMBASSY SAIGON 

CONPIDENTIAL PHNOM PENH 4587 

LIMDIS 

BANGKOK POR BRDCO 

E.O.II652: GDS 
TAGS: ACOM UK US 

SUBJECT: BRITISH REQUEST FOR HELP WITH POUCH SERVICES 

1. BRITISH CHARGE, D.K. MIDDLETON, CALLED ON DCM MARCH 13 
TO ASK WHETHER WE COULD HELP HIS EMBASSY BY PORWARDING A 
WEEKLY CLASSIFIED DIPLOMATIC POUCH, A SERVICE PORMERLY 
PURNISHED TO THEM BY THE AUSTRIALIAN EMBASSY, WHICH IS 
EVACUATING MARCH 15. 

2. THE PROPOSAL IS THAT BEGINNING WITH THE BANGKOK-PHNOM 
PENH POUCH RUN ON THURSDAY, MARCH 20, AND THEREAFTER ON THE 
TUESDAY-TO-BANGKOK, THURSDAY-RETURN SCHEDULE, WE PLACE THE 
SMALL BRITISH DIPLOMATIC POUCH INSIDE ONE OP OURS AND TRANS- 
PORT IT ON THE USAID-CHARTERED AIRCRAPT. THE PROBLEM DID 

NOT ARISE THIS WEEK. 

3. REQUEST DEPARTMENT APPROVAL TO PURNISH THIS AS- 
SISTANCE FOR TIME BEING TO OUR BRITISH COLLEAGUES, WHO 
HAVE DECIDED -LONDON PERMITTING- TO STICK IT OUT HERE 
WITH US. 

4. MIDDLETON SAID UK EMBASSY SAIGON HAD PROPOSED THIS 
CONPIDENTIAL 

CONPIDENTIAL 

PAGE 02 PHNOM 04587 I31406Z 

POUCH SERVICE BE ARRANGED THROUGH US EMBASSY SAIGON, 

BUT MIDDLETON AGREED WITH US THAT BANGKOK WOULD BE 
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THE MORE CONVENIENT TRANSFER POINT. 

DEAN 

CONFIDENTIAL 

NNN 
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